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Church  of  San  Felipe  De  Neri  Altar.  Old  Town  Plazc^  Albuquerque, 
New  Mexico.  Built  250  years  ago  by  Albuquerque's  original  sponish 
families  under  the  leadership  of  Father  Manuel  Moreno,  church 
services  have  been  held  through  the  years  without  missing  a  single 
Sunday. 
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